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1. Incloeed are photostats of the|giarran of voltage divider OSU Type 2646 and 
a list of parts of the same instrunont. Attention is called te the fact 
that this ig one of the latest GSW developuents and that blueprints and medel 
of the instrument will be sent to Hussia before the end of the year.”/ 


2, Tha photostats are sent to you for vetention in the belief that they are of 
interest to you. 
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